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1 
Thls invention relates to electric lamps. 
Generally, my lamp comprises a plurality oï 
parts that may be assembled or disassembled 
very easily and without the use of a single nail, 
screw or the like. The parts are oï simple con- 5 
ïormations and readfly amenable te mass pro- 
duction methods, e. g. molding, stamping, press- 
ing, etc. and may be ruade from materials such 
as plastic, metal or wood. The parts include 
vertical slats and disks which, when connected, 10 
form reflecting flutes thereby permitting proper 
diffusion and refleetion oï light. Further the 
lamp bas increased versatflity in that it may be 
used in any desired position. For example, it 
may be suspended ïrom a support or it may test 15 
on lts end or side members. 
These and other ïeatures oï my invention will 
become more explicit when taken in conjunction 
with the accompanying drawings in which: 
Figure 1 is a-perspective view of the assembled 20 
lamp. 
Figure P. is a sectional view taken along lines 
2--2 of Figure 1. 
Figure 3 is a top plan view of one oï the an- 
nular disks. 25 
Figure 4 is a perspective view oï a top or bot- 
tom annular ring. 
Figure 5 is a side view of a vertical slat. 
The lamp as fllustrated by Figure 1 comprises 
a plurality oï disks ! (Figure 3), each disk having 30 
a cut out annular portion 2 concentric with the 
disk ! and oï sufficient size to accommodate a 
dlffusing tube . and light 4. Slots 5 are cut sym- 
metrically in each of the disks l. A number oï 
-ertical slats  (Figure 5) conïorming with the 35 
number oï slots 5, have horizontal slots  eut 
along one longitudinal edge and slots 5 cut in the 
lateral edges thereoï. The number oï slots  cut 
along one edge oï slat  conform with the num- 
ber of disks l. Two annular rings  (Figure 4) 40 
bave slots 8 a!ong one edge which fit intc slots 
 of slats 6. 
As best seen in Figures 1 and 2, the disks ! and 
the vertical members 5 register wlth each other, 
by virtue oï their respective slots, to form a rigid 
reflecting unit comprising a plurality oï flutes. 45 
The elongated tube  (which may be of rosty- 
glass) flts snugly within the annular eut out por- 
tion  and is securely held between disks I! and 
!  which are the extreme upper and lower disks 
respectively. Since disks ! I,  bave smaller cut 50 
out portions  than the other disks, tube  will 
abut the inner surfaces thereof. The assembled 
parts are held more rigidly together by virtue oï 
slots | 5 in the cylindrical rings $ fltting into slots 
 of slats 6. The vertical slats 6 and the rings 9 55 
are press fitted thereby consummating a tight 
non-rattling unit. A light  may be conven- 
iently fitted within the annular chamber oï tube 
 and held in place by any of the well known 
methods. For example a socket | may be at- 60 Number 
tached to a threaded bolt I which passes be- 2,280,534 
tween rings I, 16 and held securely thereto by 2,299,25.6 
lok nut l, 2,435,786 

2 
By way of example, the lamp may comprise 
ten dlsks I, ten slats 6, two cylindrical rings 9, a 
diffusing tube 3 and light 4. Each disk of 4" 
thickness, oï outside diameter 4/" and inside 
diameter 2'-/", except for the two end disks 
which have an inside diameter of 14". Ten 
slots, 36 ° apart, may be eut radially 1" in ïrom 
the outside diameter. The slats 6 may be 12" 
long, " wide and " thick. Each member may 
bave ten slots uniformly spaced along one longi- 
tudinal edge and one slot on each lateral edge 
spaced approximately ï" from the other longi- 
tudinal edge. The two cylindrical rings may be 
«" thick, bave an outside diameter of 4%" and 
2" long. Ten slots spaced 36 ° apart may be eut 
vertically  ". 
Although there bas been shown and particu- 
larly described the preferred embodiment of the 
invention, it is not deslred to be limited to the 
exact construction shown as various changes 
both in the ïorm and relation of the parts there- 
of may readily be marie without departing from 
the spirit and scope oï the invention as set forth 
in the appended claires. For example, the disks 
may be made elliptical rather than circular and 
there may be more or fewer disks and vertical 
members. 
What I elaim is: 
A light diffuser adapted to be used with an 
electric source oï illumination, comprising a plu- 
rality of rectangularly shaped slats ruade of a 
rigid material, each slat having a plurality of 
slots positioned along one longitudinal edge, and 
a slot in each lateral edge thereof, said slots 
being laterally disposed with respect to their re- 
spective edges, a plurality oï rigid dlsks, each 
having a centrally located aperture and a plu- 
rality oï slots positioned along the external edge 
thereoï and radially therein, the slots along the 
longitudinal edges oï said slats registering wlth 
the slots in said disks such that the exterior edges 
of said disks and the exterior longitudinal edges 
of said slats lie in a plane, a pair of cylindrlcal 
rings, each having a plurality of slots posltloned 
around one edge thereof, the slots oï the respec- 
tive rings registcring with the slots in the re- 
spective lateral edges oï said slats to lock the 
slats and disks intc a rigid unit, a diffusing tube 
adapted to surround said source of illumination 
and positioned in the aperture oï said disks, 
whereby the plurality oï flutes formed by the 
interfltting slats and disks further diffuses said 
llght. 
PICHARD D. LEE. 
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